STAT 


STAT 
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28 October 1982 


Subject : Removal and Shipment of Burroughs 6900 Processor 
Currently Installed in Headquarters Building 


Dear Sirs: 

1. On 21 October 1982 a meeting was held to arrive at an understanding 
regarding the subject. In attendance were representatives of Burroughs, 
National Security Agency and Central Intelligence Ageney. Attached is a 
Memorandum For The Record resulting from the cited meeting. The results of 
the 21 October meeting augmented by other relevant data is presented below. 

o The B6900 equipment, listed in Attachment 1, must be moved from 

it's current location wielwa (Room GE40, CIA Headquarters) by 10 
November 1982. 

o This equipment may be move to a temporary storage facility. The 
shipping date to NSA will be provided when the NSA site preparation 
completion date is established. 

o The NSA shipping address is: 


National Security Agency 
Ft. George Meade, Maryland 20755 


o The NSA Point-of-contact is: 


o The Moving and Storage Company that Burroughs plans” to 
sub-contract for temporary storage and relocation of the equipment 
is: 


Alliance Moving and Storage Company 
13900 Barnsfield Road 

Chantilly, Virginia 

Point-of-contact: Mr. James Riley 
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information above so that the B6900 equipment can be removed from its 


current location. 


3. if you have any questions are need additional information you may 


L re cenerscemUtice 
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2. A letter should be written and transmitted to Burroughs citing the 


STAT 


